DOCKETED ITEMS       87
8502250284 Forwards LLL UCID-20298, "Radionuclides in Sediments Collected Downstream From Rancho Seco Nuclear Power Generating Station." Rept discusses results cf bottorr sediment samples obtained during 1984. HCD^.GL-LiZ R .i. Sac-arnenrc Municipal Utility District. 85/02/13. N/i,ApT!\..:.3. Region 5. Oii'ice o\ Director. 1p. 29177:121-29177:159.
-8503040493 "Radionuclides in Sediments Collected Downstream From Rancho Seco Nuclear Power Generating Station."
WONG.K.M., EAGLE.RJ., DAWSONJ.M. Lawrence Livermore National Laboratory. UCID-20298. 85/01/17. 38pp. 29177:122-29177:159.
8503200374 Rev 2 to Proposed Amend 100 to License DPR-54,deleting Instrument 5 & Channel Description 62.
RODRIGUEZ.R.J. Sacramento Municipal Utility District. 85/02/14. EISENHUT.D.G. Division of Licensing. 3pp. 29429:238-29429:242.
-8503200378 Proposed Tech Spec deleting Instrument 5 & Channel Description 62.
*  Sacramento Municipal Utility District. 85/02/14. 2pp. 29429:241-29429:242.
8503040319 Application for Rev 2 to Proposed Amend 63 to License DPR-54,revising Tech Specs re inservice insp program.Fee paid. LATHAM.W.K. Sacramento Municipal Utility District. 85/02/19. EISENHUT.D.G. Division of Licensing. 4pp. 29181:306-29181:339.
-8503040324 Proposed Tech Specs revising inservice insp progam.
*  Sacramento Municipal Utility District. 85/02/19. 30pp. 29181:310-29181:339.
8503120723 Forwards Amend 60 to License DPR-54 & safety evaluation. Amend revises Tech Specs defining requirements for auxiliary feedwater sys automatic-start instrumentation surveillance.
MINER.S. Operating Reactors Branch 4. 85/02/21. RODRIGUEZ.RJ. Sacramento Municipal Utility District. 2pp. 29337:345-29337:355.
-8503120729 Amend 60 to License DPR-54,revising Tech Specs to define requirements for auxiliary feedwater sys automatic-start instrumentation surveillance. STOLZ.J.F. Operating Reactors Branch 4. 85/02/21. 5pp. 29337:347-29337:351.
-8503120734 Safety evaluation supporting Amend 60 to License DPR-54.
*    Office  of   Nuclear  Reactor   Regulation,   Director.   85/02/21.   4pp.   29337:352-29337:355.
8503070099 Rev 1 to application for amend to License DPR-54,changing Tech Specs to clarify requirement for addl testing of equipment hatch & fuel transfer tube seals. MATTIMOEJJ. Sacramento Municipal Utility District. 85/02/25. EISENHUT.D.G. Division of Licensing. 3pp. 29261:106-29261:109.
-8503070108 Proposed Tech Spec (Rev 1 to proposed Amend 109), clarifying requirement for addl testing of equipment hatch & fuel transfer tube seals.
*  Sacramento Municipal Utility District. 85/02/25. 1p. 29261:109-29261:109.
8503050004 Forwards addl info needed to complete review of B&W Rept 77-1140898-01, "Bounding Analytical Assessment of NUREG-0630 Models on LOCA Kw/Ft Limits W/Use of FLECSET," in response to 841206 Itr. MATTIMOE.JJ. Sacramento Municipal Utility District. 85/02/28. STOLZJ.F. Operating Reactors Branch 4. 156pp. 29209:228-29210:023.
8503070245 Forwards survey response to questionnaire re licensee perception of regional review of licensing action.per 850131 request. OUBRE.R.P. Sacramento Municipal Utility District. 85/02/28. STOLZJ.F. Operating Reactors Branch 4. 3pp. 29260:113-29260:115.
8503190482 Forwards Amend 61 to License DPR-54 & safety evaluation. Amend revises Tech Specs to clarify use of term "operable" re single failure criterion for safety
MINE
dINER.S. Operating Reactors Branch 4. 85/03/04. RODRIGUEZ.RJ. Sacramento Municipal Utility District 2pp. 29441:132-29441:143.
-8503190486 Amend 61 to License DPR-54,changing Tech Specs to clarify use of term "operable" re single failure criterion for safety sys. STOLZJ.F. Operating Reactors Branch 4. 85/03/04. 8pp. 29441:134-29441:141.
-8503190491 Safety evaluation supporting Amend 61 to License DPR-54.
*    Office  of  Nuclear  Reactor  Regulation,   Director.   85/03/04.   2pp.   29441:142-29441:143.
8503200350 Suppl 2,Rev 2 to application for proposed Amend 83 to License DPR-54,re-vising Tech Spec Table 3.5.5-1, "Accident Monitoring Instrumentation Operability Requirements," per S Miner request.
RODRIGUEZ.R J. Sacramento Municipal Utility District. 85/03/04. EISENHUT.D.G. Division of Licensing. 2pp. 29428:192-29428:194.
-8503200355 Proposed Tech Spec Table 3.5.5-1, "Accident Monitoring Instrumentation Operability Requirements."
*  Sacramento Municipal Utility District. 85/03/04. 1p. 29428:194-29428:194.
8503120234 Forwards Rev 1 to Procedure AP.56, "Core Damage Assessment" Rev incorporates NRC suggested confirmatory parameters for determining condition of core in severe post-accident situation.
RODRIGUEZ.R.J. Sacramento Municipal Utility District 85/03/07. THOMPSON.H.L Division of Licensing. 1p. 29319:282-29319:301.
-8503120246 Rev 1 to Procedure AP.56, "Core Damage Assessment"
*  Sacramento Municipal Utility District 85/03/01. 19pp. 29319:283-29319:301.
8503190324 Forwards revised NSHC evaluation for Proposed Amend 124 replacing Attachment I to 841217 Itr.Evaluation revised per 850304 telcon w/S Miner. RODRIGUEZ.R.J. Sacramento Municipal Utility District 85/03/14. THOMPSON.H.L. Division of Licensing. 3pp. 29405:088-29405:090.
8503270695 Summary of 841120 meeting w/util,B&W,Duke Power.Conam Insp & Doc-Search Assoc in Bethesda.MD re steam generator tube failure.List of attendees & viewgraphs encl.
MINER.S. Operating Reactors Branch 4. 85/03/14. Operating Reactors Branch 4. 41pp. 29544:177-29544:217.
8503260430 Forwards "Rancho Seco Nuclear Generating Station Unit 1 Liquid Effluent Pathway Usage Survey Rept," in response to 850123 request Rept resolves discrepancies in 841130 survey rept
RODRIGUEZ.RJ. Sacramento Municipal Utility District 85/03/15. MARTIN.J.B. Region 5, Office of Director. 1p. 29505:206-29505:250.
-8503260433 "Rancho Seco Nuclear Generating Station Unit 1 Liquid Effluent Pathway Usage Survey Rept." W/one oversize encl. Aperture card available in PDR.
*  Sacramento Municipal Utility District. 85/03/15. 42pp. 29505:207-29505:250.
8503270019 Requests payment of addl fee for 830722 application for amend to License DPR-54,changing Tech Specs to define requirements for surveillance of auxiliary feed-water sys auto-start instrumentation.
DIGGS.R.M. License Fee Management Branch. 85/03/19. RODRIGUEZ.R.J. Sacramento Municipal Utility District. 1p. 29541:128-29541:128.
8503270223 Forwards Tech Specs re special peripheral & lane region group tubes.Advises that no acceptance or revs received for 791212 proposed Amend 63.Peripheral & open insp tubes will be considered specific limited area during 850321 insp.
RODRIGUEZ.RJ. Sacramento Municipal Utility District 85/03/21. THOMPSON.H.L Division of Licensing. 7pp. 29527:033-29527:039.
8503270463 Application for amend to License DPR-54,clarifying 841115 Suppl 1 to proposed Amend 83 by revising Tech Spec Sections 3.7, "Auxiliary Electrical Sys" & 4.6, "Emergency Power Sys Periodic Testing." Rev 3 to design basis rept also encl. RODRIGUEZ.R.J. Sacramento Municipal Utility District 85/03/21. THOMPSON.H.L. Office of Nuclear Reactor Regulation, Director. 3pp. 29524:009-29524:082.
-8503270467 Proposed Tech Spec Sections 3.7, "Auxiliary Electrical Sys" & 4.6, "Emergency Power Sys Periodic Testing."
RODRIGUEZ.RJ. Sacramento Municipal Utility District 85/03/21. 21pp. 29524:012-29524:032.
-8503270472 Rev 3 to "Design Basis Rept.Electrical."
*  Sacramento Municipal Utility District. 85/02/15. 50pp. 29524:033-29524:082.
Q. Inspection reports, IE Bulletins & correspondence
8503070375 Forwards SSER accepting 840305,0814 & 0917 responses to IE Bulletin 80-04 re main steam line break w/continued feedwater addition. STOLZJ.F. Operating Reactors Branch 4. 85/02/15. RODRIQUEZ.RJ. Sacramento Municipal Utility District. 4pp. 29282:093-29282:098.
-8503070382 SSER accepting licensee 840305,0814 & 0917 responses describing measures to assure continued feedwater addition w/main steam line break.per IE Bulletin 80-04.
*  NRC - No Detailed Affiliation Given. 85/02/15. 2pp. 29282:097-29282:098.
8503040319 Application for Rev 2 to Proposed Amend 63 to License DPR-54,revising Tech Specs re inservice insp program.Fee paid. LATHAM.W.K. Sacramento Municipal Utility District 85/02/19. EISENHUT.D.G. Division of Licensing. 4pp. 29181:306-29181:339.
-8503040324 Proposed Tech Specs revising inservice insp progam.
*  Sacramento Municipal Utility District 85/02/19. 30pp. 29181:310-29181:339.
8503150499 Forwards Insp Rept 50-312/84-31 on 841208-850125.No violations or deviations noted.
KIRSCH.D.F. Region 5, Office of Director. 85/02/25. RODRIGUEZ.R. Sacramento Municipal Utility District. 1p. 29392:070-29392:076.
-8503150502 Insp Rept 50-312/84-31 on 841208-850125.No violations or deviations noted.Major areas inspected:operational safety verification.auxiliary feedwater sys walkdown.maint, surveillance,LER followup & independent insp. ECKHARDTJ.K, PEREZ.G.P., CASELLA.F. Region 5, Office of Director. 85/02/21. 6pp. 29392:071-29392:076.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503210229 Forwards Insp Rept 50-312/85-03 on 850116-17 & 21-23 & notice of viplation.Rept UCID 20267, "Rancho Seco Liquid Effluent Pathway Aquatic & Terrestrial Dietary..." unacceptable due to critical data error. SCARANO.R.A. Region 5, Office of Director; 85/02/27. RODRIGUEZ.RJ. Sacramento Municipal Utility District. 2pp. 29477:263-29477:278.
-8503210233 Notice of violation from insp on 850116-17 & 21-23. YUHAS.G.P. Region 5, Office of Director. 85/02/27.1p. 29477:265-29477:265.
-8503210247 Insp Rept 50-312/85-03 on 850116-17 & 21-23.Violation noted: failure to take environ air sample as required in Tech Specs.Section 3.22 & unresolved item re
CILLIS.M., YUHAS.G.P, Region 5, Office of Director. 85/02/25. 13pp. 29477:266-
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures " Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503110210 Revises request for relief from inservice insp requirements of ASME Code B-L-1 re NDE 7 of reactor coolant pump wall thickness.Proposed alternate exam would limit inaccessible area to less than 7%. RODRIGUEZ.RJ. Sacramento Municipal Utility District 85/03/05. STOLZJ.F. Operating Reactors Branch 4. 4pp, 29288:332-29288:335.n of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-
